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Abstract 

We have developed a Lorentz angle measurement system for cool gas mixtures 
in the course of our R&D for a proposed JLC central drift chamber (JLC-CDC). 
The measurement system is characterized by the use of two laser beams to produce 
primary electrons and flash ADCs to read their signals simultaneously. With this 
new system, we have measured Lorentz angles for CC^/isobutane gas mixtures 
with different proportions (95:5, 90:10, and 85:15), varying drift field from 0.6 to 
2.0 kV/cm and magnetic field up to 1.5 T. The results of the measurement are in 
good agreement with GARFIELD /MAGBOLTZ simulations. 
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1 Introduction 



In order to make maximum use of the full physics potential of a future linear collider such 
as JLC U, it is highly desirable that its detector system allows reconstruction of final 
states in terms of known standard-model partons: charged leptons, quarks, gauge bosons, 
and neutrinos as missing momenta. Among these partons, lighter quarks (u, d,s,c, and 
b) and gluons can be detected as jets with or without secondary or tertiary vertices, 
while heavier partons (t, W ± , and Z) can be recognized through calculation of jet invari- 
ant masses. The parton reconstruction based on the jet invariant-mass method requires 
not only efficient and high-resolution tracking of charged particles in a jetty environ- 
ment, but also good track-cluster matching to achieve the best energy flow measurements. 
The central tracker should thus be capable of measuring individual charged particles in 
jets with high efficiency and high momentum resolution, as well as good angular resolu- 
tion. In order to satisfy these demands, we have proposed, as a candidate JLC central 
tracker Q, a large cylindrical drift chamber with mini-jet cells filled with a slow gas mixture, 
CO 2 /isobutane(90:10). 

The Lorentz angle, which is the angle between the drift direction of electrons under 
the influence of magnetic field and the direction of electric field, is one of the key param- 
eters to determine the jet cell design. The existence of the magnetic field tilts drift lines 
by the Lorentz angle with respect to the electric field direction. If this angle is too big, 
drift lines for the edge wires hit top or bottom walls of the drift cell, thereby leading us 
to loss of detection efficiency. 

Fig. |T] shows electron drift lines in a jet cell calculated by the chamber simulation 
program GARFIELDQ m (a) without and (b) with the magnetic field. The results indi- 
cates that the drift lines are completely contained in the cell at least up to a magnetic 
field of 2 T. There is, however, no systematic experimental data published for the Lorentz 
angles of C0 2 /isobutane gas mixtures, which makes difficult for us to test the reliability 
of our calculations using the GARFIELD program. In order to confirm the results of the 
GARFIELD calculations and to verify the validity of our cell design, we have developed 
a Lorentz angle measurement system for cool gas mixtures, which have small Lorentz 
angles, and carried out systematic measurement for C0 2 /isobutane gas mixtures. The 
measurement system is characterized by the use of two laser beams to produce primary 
electrons and flash ADCs to read their signals simultaneously. 

In this paper we describe the measurement system in detail, present the obtained 
Lorentz angle data, and compare them with GARFIELD/MAGBOLTZ simulations. The 

* Detailed design parameters of the JLC-CDC can be found in our previous papers 
t GARFIELD provides interfaces to different program packages for calculations of gas properties 
such as drift velocity, diffusion coefficient, Lorentz angle, etc. Among such interfaces, we used one for 
MAGBOLTZ, which numerically solves Boltzmann's transport equation for drifting electrons. Unless 
otherwise specified, the latest version of GARFIELD as of Sep., 2000 (version 7) uses MAGBOLTZ- 
2Q, which exploits a Monte Carlo integration technique for the solution, whereas the older versions 
use MAGBOLTZ- 1|| based on an analytic formulation. The two versions yielded consistent results for 
our gas mixtures at some representative electric and magnetic field values. We thus decided to use the 
analytic version (version 1.16), since it was impracticable, from computing time point of view, to achieve 
required accuracy for comparison with all of our data points using the Monte Carlo version (version 2.2) 
(see Subsection Lb). 
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Figure 1: GARFIELD results of electron drift lines and iso-chrones in 
the JLC-CDC for the CO2/isobutane(90:10) gas mixture. 



paper is organized as follows: Section 2 introduces some basic formulae relevant to the 
Lorentz angle measurement, and outlines the design philosophy of our measurement sys- 
tem. Section 3 then describes its hardware aspects, including optical setup, the test 
chamber geometry, and data acquisition. Section 4 sketches the analysis procedure and 
presents the Lorentz angle results together with corresponding GARFIELD/MAGBOLTZ 
predictions. In Section 5, these results are compared with the basic formulae given in 
Section 2, and their implications are discussed from the view point of application to the 
JLC-CDC. Finally Section 6 summarizes the results and concludes the paper. 



2 Principle of Lorentz Angle Measurement 

2. a A Quick Theoretical Review of the Lorentz Angle 

In order to clarify the principal parameters that control the Lorentz angle of drifting 
electrons, let us start our discussion with deriving a simple expression for the drift velocity 
vector in the presence of electric and magnetic fields, E and B H . The equation of motion 
for a drifting electron under the influence of the E and B fields is given by 

dv 

m— = -e(E + v x B) + mA(t), (2.1) 

Lit' 

where m and — e are the electron mass and charge, respectively, while A(t) is the time- 
dependent acceleration, or more appropriately deceleration, due to stochastic force (fric- 
tion) from the surrounding gas molecules. Since we are only interested in a steady state 
where the electron drifts at a constant drift velocity: Vd = (v), the time-average of the 
left-hand side of Eq.( |2.1| ) must vanish. The crucial step now is to assume that the time 
average of A[t) is anti-parallel with (v): 

(v) 

(A(t)) = -H (2.2) 

T 

where the constant r has the dimension of time and is called characteristic time which can 
be related to the average time interval between collisions. The time average of Eq.( |2.1| ) 
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then becomes 
which can be cast into the form: 



TTL 

= -e(E + v D x B) v D , 

T 



m 



eBx ) v D = —eE. 



(2.3) 



(2.4) 



Rewriting this as a matrix equation and inverting the matrix, we can solve this for Vd 
and obtain an expression valid for general field configurations: 
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(2.5) 



where E and B denote unit vectors along E and B, respectively, while /i and to are given 
by 

I — I T, lo = 1 — 1 B 



m 



m 



(2.6) 



and called mobility and cyclotron frequency, respectively. This solution consists of three 
components: one parallel with E, another parallel with B, and the rest orthogonal to 
both E and B. When lot ~ 0, which means low magnetic field or short time interval 
between collisions, tends to the E field direction. On the other hand, when lot ^> 1, 
the electron curls up into the B field direction, as long as E ■ B ^ 0. 

It is easy now to derive from Eq. (|2.5| ) general expressions for the magnitude of Vd, 
vd = \vd\- 



vd = ^E 



l + [E-B) (lot) 2 
1 + (lot) 2 



and the magnitudes of parallel and perpendicular components of v&, vd\\ 
Vd± = \vd±\, to the E field: 



v d \\ 
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(2.7) 
and 

(2.8) 



and 



VD± = flE LOT 
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1 + (E-B) (cot) 



1 + (lot) 



(2.9) 



Dividing Eq.( |2.9|) by Eq. fl2.8Q , we thus arrive at the following equation for the 
Lorentz angle a: 



tan a 



Ex B 



LOT. 



1 + (E ■ B) (lot) 



(2.10) 



For completeness, we show below the formula for angle (3 that is the angle between vdl 
and E x B: 



tan/3 = [E ■ B) lot. (2.11] 



If E and B are mutually orthogonal, E ■ B = 0, as in our cell design, we then have 



Ex B 



1, which leads us to a simple set of equations: 



l ^ (2.12) 
'l + (ut) 2 



and 

tana = lot, (2-13) 

while tan/3 = meaning that Ve>± is perpendicular to both E and B. It is remarkable 
that the Lorentz angle is determined by just two parameters to and r, where only r reflects 
the complexity involved in the electron drift process. 

Using Eqs.( |2.6| ) and ( |2.12| ) and assuming that r is independent of B, we can rewrite 



Eq. fl2.13|) in the following form: 



tana = (2-14) 

where v° D = V£>(B = 0). On the other hand, the Lorentz angle is often parameterized || || 
empirically as 

tana = -0(— )v° D , (2.15) 



where the dimensionless factor ip is called a magnetic deflection coefficient. The above 
formulation thus predicts tp = 1. We shall return to this point later in Section ||. 

2.b Theoretical Expectation for C0 2 /isobutane Gas Mixtures 

The formulae presented above allow us to estimate Lorentz angles for CC^/isobutane gas 
mixtures for a given set of E and B fields. For instance, Eq.( |2.14| ) predicts that the 
Lorentz angle is proportional to the drift velocity. Because of low drift velocity, any cool 
gas mixture such as those having CO2 as their main component must have a small Lorentz 
angle. For example, our candidate gas mixture for the JLC-CDC, C0 2 /isobutane (90:10), 
has a drift velocity of v° D = 0.78 cm//is = 7.8 /im/ns at E = 1.0 kV/cm = 100 kV/m. At 
B — 1 T this drift velocity can be translated into a Lorentz angle of 

tana = (J) v° D = 1Q Q^j /m] * 7.8 [/im/ns] = 0.078. (2.16) 

This angle corresponds to a transverse displacement of about 1.5 mm for a drift distance 
of 2 cm. Since Lorentz angle measurements are mostly based on the determination of this 
transverse displacement, high resolution and low systematic error are key requirements for 
its measurement. For instance, an error of 50 /xm on the displacement, already amounts 
to a relative error of about 3 % on tana for the aforementioned sample case. 
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2.c Basic Principle of the Measurement 



Basic principle of the Lorentz angle determination is as follows. Consider a cluster of 
electrons drifting along a uniform electric field (E) applied in the direction of the z-axis. 
The presence of a uniform magnetic field (B) in the direction of the y-axis deflects the 
drift direction towards the x-axis. The transverse displacement (Ax) after drifting over a 
given distance (Az) is a direct measure of the Lorentz angle: 



tan a = 




(2.17) 



In principle, we thus need to measure just Ax and Az, provided that E and B are 
uniform, orthogonal, stable, and known. 

In practice, the uniform electric field is provided by field-shaping plates in a drift 
chamber. The measurement of the transverse displacement, Ax, can not be made without 
interfering with the drifting electron cluster: we need to lead the cluster to a gas ampli- 
fication region, where the E field varies quite drastically. The drift region where the E 
field is required to be uniform thus has to be separated from the amplification region with 
a separating slit. The complexity involved near the slit and in the amplification region 
has to be somehow canceled. On the other hand, the measurement of Az seems rather 
straightforward, since we can control the starting point of the drifting electron cluster, for 
instance, by controlling the position of the injection point of a laser beam that creates the 
cluster. It is, however, non-trivial to measure the laser beam position at the ionization 
point. In the following subsection, we will explain how to avoid these potential problems. 



2.d Our Measurement System 

In order to cancel the effects of the complicated processes due to the non-uniform field 



near the slit and in the amplification region, it is a common practice [|H], [O]] to create 
primary electron clusters at different z points (z\ and z 2 ), by moving a laser beam in 
the z direction, and measure their arrival points (xi and 22) a t detecting electrodes. In 
our case, the electron clusters pass through the slit and then arrive at a sense anode 
wire strung perpendicular to both E and B. The avalanche locations along the anode 
wire, corresponding to x\ and X2, are then determined by the charge centroid method 
with a set of cathode pads behind it. We can then take the differences Ax = X2 — x\ and 
Az = z 2 — Zi to calculate the Lorentz angle. The method assumes that the two starting 
positions have the same x coordinate, or if they are different, they can be calibrated by 
measuring Ax for no magnetic field. 

As shown in Subsection [2.b| , however, we expect only small transverse displacements 
for C02-based gas mixtures. Any small systematic change or instability of the laser beam 
position is a potential source of significant error. Instead of moving the laser beam, we 
thus decided to split it into two parallel beams and inject them simultaneously at different 
z positions. Since the relative distance of the two laser beams is fixed by the splitter and 
since the relative distance is the only quantity that actually matters, we can cancel most 
systematics due to systematic shift or instability of the laser beam positions relative to 
the chamber. 
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Figure 2: Principle of the Lorentz angle measurement. 



Now that two laser beam pulses are injected simultaneously, and since the transverse 
displacement of the electron clusters is small for our gas mixtures, their induced charge 
distributions on the cathode pads overlap in space. They are, however, separable in 
time, since their corresponding drift distances differ. We thus use flash ADCs to record 
the signal amplitudes as a function of time, and reconstruct individual induced charge 
distributions on the cathode pads. Fig. [| illustrates how our DAQ system enables us to 
separately measure the individual charge centroids of the two electron clusters. 
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Figure 3: Data acquisition scheme. 



The advantages of this two-beam system can be summarized as follows: 

• We can eliminate most of the effects of spatial jitters of the laser beams with respect 
to the chamber. Figure |] demonstrates how powerful this scheme is in the case of 
occasional instability we experienced for higher magnetic fields. The oscillations of 
the two arrival points are coherent and therefore can be canceled by taking their 
difference. 

• We can calibrate the laser beam distance (Az = Z2 — z{) by using the recorded time 
interval of the two anode pulses, provided that the drift velocity has been measured 
separately. It should be stressed here that this measures the laser beam distance at 
the very points of ionization. 
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Figure 4: Example of occasional instability observed at B = 1.2 T in 
the time-dependence of (a) the arrival points of two electron clusters {x\ 
and x-z). The oscillation is absent from their difference as shown in (b). 



• Baselines or pedestals for the cathode pad signals can be monitored on an event- 
by-event basis. 

• The two arrival points are measured with the same set of cathode pads, which is a 
virtue of slow gas mixtures with small Lorentz angles, thereby reducing systematic 
errors due to channel-to-channel variation of the readout electronics. 

There are, however, some drawbacks: among them potentially the most serious problem, 
which deserves special attention, is the space-charge effect of the avalanche formed by the 



first electron cluster on the second one. We will discuss this in Section 4. a. 



3 Experimental Setup 

In this section, we describe how we realized the idea presented above in a real hardware 
form. Our measurement system can be divided into three major parts: (1) a laser beam 
system including a laser pulse generator and an optical system to prepare two parallel 
laser beams, (2) a cathode-readout drift chamber and its gas system, together with a 
dipole magnet to supply a magnetic field in the chamber's drift region, and (3) a data 
acquisition system featuring flash ADCs to record the time-profiles of signals from the 
cathode pads. A schematic view of the setup is shown in Fig. [|, and in what follows, we 
will describe these three parts in more detail. 

3. a Laser Beam System 

The laser beam system can be subdivided into a laser pulse generator and an optical 
system including a beam splitter. An Nd-YAG laser with a wave length of 266 nm 
generates beam pulses having energies up to 50 mJ and a duration of about 5 nsec at a 
frequency of 10 Hz. The intensity of the laser beam is reduced to 3 % while reflected by a 
quartz prism. It is then focused with a lens having a focal length of 3 m, and reflected twice 
with a pair of 45° mirrors, the second of which is mounted on a micrometer- adjustable 
mover and allows us to move the laser beam along the rr-axis. The reflected beam is split 
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Figure 5: Schematic view of the experimental setup, where our coor- 
dinate axes are also defined. 



into two beams by a cubic splitter consisting of two prisms glued together [p^] : a part 
of the beam is reflected upward at the boundary, while the rest passes straight through. 
The upward beam is reflected again by yet another 45° mirror placed 2 cm apart from 
the splitter, and goes in parallel with the straight-through beam. In order to control the 
relative intensities of the split beams, we put an ND filter in the way of the pass-through 
beam. The two laser beams are now ready for disposal at the chamber. 



3.b Drift Chamber 



Our Lorentz angle measurement chamber JT3 1 has a structure depicted in Figs. 0-(a) and 



(b) and is placed in a uniform magnetic field up to 1.5 T provided by a dipole magnet 
named USHIWAKA in the KEK-PS ir2 beam line. The magnet has an aperture of 54 x 
64 cm 2 and a pole tip length of 30 cm and is capable of providing a maximum field of 
1.6 T with a uniformity much better than 1% over the region occupied by the chamber. 
As seen in Fig. |6|-(a), the two laser beams are reflected vertically down, which is the 
direction of the magnetic field, by a 45° mirror fixed to the chamber. The beams then 
pass through a quartz window to enter the drift region of the chamber, which is filled 
with a C02/isobutane gas mixture with one of the following three proportions: (85 : 15), 
(90 : 10), and (95 : 5). The proportions were maintained by mixing high-purity CO2 and 
isobutane gases at the corresponding flow rates using a pair of mass flow controllers. The 
total flow rate was kept constant at 100 cc/min and the temperature and the pressure were 
continuously monitored throughout the experiment: the temperature was T = 291. ± 1°K 
and P = 767±2 mHg. The two laser beams ionize the chamber gas molecules and produce 
strings of ionization electrons at two different points in the ^-direction. The spent laser 
beams leave the chamber through another quartz window and are reflected by another 
45° mirror to a beam dump. 

The produced electron clusters move in a uniform electric field of 0.6 to 2.0 kV/cm 
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Figure 6: (a) side- and (b) top-views of the drift chamber. 

provided by a series of ten 1.0 mm-thick copper plates spaced 5 mm apart and connected 
with a chain of 2.2 MQ resistors (see Fig. ^-(b)). All of these copper plates have an 
outer size of 30 mm x 170 mm, among which the middle eight have a rectangular hole 
of 10 mm x 130 mm that defines the transverse size of the drift region. The last plate, 
which is grounded, has a slit of 3 mm x 130 mm and separates the drift region and the 
amplification region behind it. In the amplification region, we have a gold-plated tungsten 
anode wire with a diameter of 30 fim strung 5 mm away from and in alignment with the 
slit. A typical high voltage applied to the anode wire is 2.4 kV. The anode wire is 
accompanied, in parallel, by a pair of 120 //m-thick gold-plated Molybdenum wires strung 
5 mm below and above. On the opposite side of the slit, 5 mm apart from the anode 
wire, there are a series of 27 gold-coated cathode pads each being 4.8 mm in width and 
20.0 mm in height. The inter-pad gap is 0.2 mm. In this experiment, however, we used 
only three of these cathode pads in the central region to measure the charge centroids, 
due to the smallness of Lorentz angles for our gas mixtures. 

3.c DAQ System 

A block diagram of the data acquisition system is shown in Fig. [7[ The signals from the 

Q-switch Cathode Pads Sense Wire 



Delay 13|is 



Pre-amplifier 
Post-amplifier 
Amplifier 



Stop 



FADC 




P C 



Figure 7: Block diagram for our data acquisition system. 



9 



three pads and the anode wire are first amplified by charge-sensitive pre-amplifiers, and 
after passing through a 3 m-long twisted pair cable, amplified again by post-amplifiers fl4 



The cathode pad signals need further amplification because of their smallness. We thus 
put an amplifier with a gain of 8 for each of the three pad signals. After these amplifica- 
tions, the signals are fed into a set of 8-bit flash-ADCs[15] which have a 500 MHz sampling 
frequency over a 1.6 fis time window. The flash ADCs convert the analog amplitudes from 
V to —1.0 V into a train of digits ranging from 255 to every 2 ns. Finally, these flash 
ADC outputs are recorded by a PC through a CAMAC system. 



4 Analysis and Results 

4. a Analysis 

As we discussed in Subsection E^c| Lorentz angle is obtained by measuring the transverse 
distance Ax between the arrival points at the anode wire of two electron clusters created 
in the drift region at a distance Az in the electric field direction. By means of the 
cathode pads and flash ADCs connected to them, avalanche locations that correspond to 
the arrival points of the two electron clusters (xi and X2) are encoded as induced-charge 
distributions. The Az, corresponding to the beam distance in the electric field direction, 
is determined by the optical system and can be calculated from the time interval (At) of 
the two pulses at B — 0, together with a pre- measured drift velocity (v%) as Az = v° D ■ At. 

Decoding of the Ax information, on the other hand, requires a mapping from the 
charges on the three cathode pads to a position in the anode wire direction (the x-axis). It 
is a common practice to use, as a measure of this position, the charge centroid as defined 
by 

X = ^| (4.1) 

Eft 

i=i 

where x l and Qi are the central position and the collected charge of the i-th cathode pad, 
respectively. The charge centroid (X) as defined above, however, doesn't reproduce the 
actual avalanche position (x) of an electron cluster, because of the finite width and number 
of the cathode pads used in the calculation. This necessitates a calibration curve to map 
X to x. This map has been obtained by scanning the laser beam along the x-axis with a 



step of 200 /iin by moving the micrometer-adjustable mirror described in Subsection [Ta 
(see Figs. ^| and||). Figure |^ is an example of so obtained calibration curves. 

Another way to map the charge information to the position is to use the relation 
between the position and the ratio of the charge on a side pad to that on the central 
pad. There are two ratios available, Rl = Q1/Q2 and Rr = Qs/Q2- Their sensitivity 
to the position varies: the sensitivity of Rl(r) attains its maximum near the boundary 
of the left (right) and central pads and monotonically diminishes towards the other pad 
boundary. This is demonstrated in Fig. [10] which is an example of the ratio-position 
relations obtained from the calibration data we took for the charge centroid method. 
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Figure 8: Calibration scheme. Cathode signals are recorded with the same readout electronics 
as used in the actual Lorentz angle measurement together with the actual laser beam position 
(x) as obtained from micrometer readings. 
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Figure 9: Charge centroid (X) as defined in the text as a function of the injection point (x) 
of the laser beam, which is used as a calibration curve. 



Since the two ratios are complementary, we can combine their information: 



. x ( Rl ) + . x ( Rr ) 

x = a *{RL) a x{R. R ) ^ ^ 



— 2 1 2 

a x(R L ) a x{R R ) 

Hereafter, we call this method the ratio method. The ratio method allows us to bypass 
the calculation of an intermediate quantity, X, and is expected to work better near the 
pad boundaries. The charge centroid method, on the other hand, performs better near 
the center of the central pad. In this sense, the two methods are complementary. 

In either case, the central issue is what determines the calibration curves. For 
simplicity, let us consider first the case of a single beam. The induced-charge distribution 
of the cathode pads is determined not only by the location, but also by the shape (charge 
distribution) of the avalanche. The avalanche shape is affected by the shape of the electron 
cluster that initiates the avalanche, which is in turn depends on the diffusion that varies 
with the gas mixture and the electric field. The avalanche shape is also controlled by the 
field around the anode wire and the gas mixture, in particular when the gas amplification 
process approaches streamer mode operation. In order to check the potential dependence 
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Figure 10: Left and right charge ratios as defined in the text as a function of the injection 
point (x) of the laser beam, which is used as a calibration curve. The shaded bands indicate 1-a 
error boundaries. 

on these parameters, we took calibration data for various electric fields and for different 
gas mixtures, at several sense-wire high-voltages. There is no significant correlation seen 
between these parameters and the calibration curves, which led us to conclude that the 
charge centroid (X) is a function of a single quantity: the avalanche location (x) in the 
single beam case. 

The determination of Ax, however, requires double beams. We thus have to discuss 
now the space charge effect of the avalanche created by the first electron cluster on the 
second one. There are two possible ways for the first avalanche to affect the second: (1) 
the first avalanche changes the shape of the second through space charge effects, and (2) 
the first avalanche bends the trajectory of the second electron cluster near the sense wire. 
Possibility (1) was eliminated by comparing the calibration curves of the two pulses: there 
was no difference. In order to test possibility (2), we changed the intensity of the laser 
beam to create the first electron cluster and monitored Ax with no magnetic field, varying 
the electric field to change the time interval of the two avalanche formations. We saw 
no significant dependence of Ax on the beam intensity nor the electric field E. We thus 
confirmed that space charge effect is negligible in our measurement range. 

4.b Results 

Using the Az and the Ax values obtained with the calibration curve discussed above, we 
calculated the Lorentz angles for different CC^/isobutane gas mixtures. The results are 
shown in Figs. [TT|-(a), -(b), and -(c) as a function of the electric field for three mixing 
ratios: (85 : 15), (90 : 10), and (95 : 5). At each electric field value in each figure, seven 
points are plotted, corresponding to, from bottom to top, seven magnetic field values: 0.0, 
0.3, 0.5, 0.75, 1.0, 1.2,, and 1.5 T, respectively^]. Their numerical values are tabulated in 
Table.0. 

The errors contain both statistical and systematic ones. The statistical errors have 

* Knowing that the Lorentz angle and consequently the transverse displacement Ax have to vanish at 
B = 0, we averaged the zero magnetic field data for each gas mixture to determine the offset due to the 
transverse misalignment of the two laser beams. 
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Figure 11: Tangent of the Lorentz angle (tana) as a function of the electric field for 
C02/isobutane mixtures of (a) (95:5), (b) (90:10), and (c) (85:15). Smooth curves are 
GARFIELD /MAGBOLTZ predictions. 



been calculated from the number of events and found negligible for most cases, since a 
typical resolution for the transverse distance (Ax) was as small as <j& x = 40/im. On the 
other hand, possible sources of systematic errors include 

• temperature and pressure dependence: negligible, 

• laser beam distance: less than 250 /im by a direct survey and was confirmed by the 
measured time interval of the two anode pulses at B = 0, 

• misalignment of the optical system with respect to the chamber: negligible as long 
as Az is measured at the points of ionization, 

• the electric field value: checked with GARFIELD and the field uniformity was 
confirmed to be much better than 1 %, 

• non- uniformity of the magnetic field : well below 1 %, 

• the charge-to-position conversion methods: dominant. 
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As we discussed at the beginning of this section, there are two methods to convert 
cathode pad charge information to position information: the charge centroid method and 
the ratio method. The sensitivity of the two methods differ depending on the location 
of the center of the induced charge. In general the ratio method works better when the 
charge center is near the pad boundaries, while the charge centroid method is expected to 
perform better near the center of the central pad. Because of this, we tried both methods 
to calculate Ax. In some cases, we found some discrepancies between them. Since there 
was no a priori reason to prefer particular one to the other, we decided to take the average 
of the two and put the half of the discrepancy as a systematic error on each point. 

Curves in Figs. [TT|-(a), -(b), and -(c) are predictions obtained with MAGBOLTZ-1 
(version 1.16) through its GARFIELD interface, although its accuracy for the velocity 



distribution of electrons is known to be limited under certain circumstances [16 . The loss 



of accuracy is caused by a decomposition of the velocity distribution function in Legen- 
dre polynomials, in which the lowest two or three terms are retained in the calculation. 
Therefore results given by the program may not be precise enough when the velocity dis- 
tribution deviates far from isotropy or it has no axial symmetry as in the case of crossed 
electric and magnetic fields. On the other hand, our experimental condition seems to be 
favorable for application of MAGBOLTZ-1: electrons in C02-based gas mixtures under a 
low electric field are nearly thermal and the axial symmetry of the velocity distribution 
holds to a good extent, because their Lorentz angles are small even in a high magnetic 
field. To confirm this we ran the Monte Carlo version (MAGBOLTZ-2, version 2.2 1|), 
which is free from the problems stated above though time-consuming, to simulate Lorentz 
angles for several electric and magnetic field combinations. The results were found to be 
consistent with those obtained with MAGBOLTZ-1. 

Our results are in good agreement with the MAGBOLTZ-1 predictions. 



5 Discussion 

5. a Magnetic Deflection Coefficient if; 

We calculated the magnetic deflection coefficient {if)) from the measured Lorentz angles 
and the drift velocities obtained without magnetic field. Fig. shows the resultant if> as 
a function of electric field strength for the CO2/isobutane(90:10) mixture at B = 1.5 T, 
while Fig. [13] shows the drift velocity in the absence of magnetic field(w^,). The drift 
velocity is also listed in Table ^|. The values of if) were found to be close to unity within 
± 5% for the whole range of the applied electric and magnetic fields and for all the gas 



mixtures used. The gas dependence of the Lorentz angle is shown in Fig. [TJ]. The observed 



increase of the Lorentz angle with isobutane concentration is consistent with the increase 
of drift velocity and with ip = 1. Why are the values of if) so close to unity? 

As discussed in Subsection p7a] if) = 1 is a straightforward consequence of a simplified 
model of the force acting on a drifting electron. The model is based on naive expectation 
for the average force from gas molecules to be anti-parallel with the drift velocity (Eq. |2.2|) 
and a crude assumption that the average time interval between collisions (r) is not affected 
by the presence of a magnetic field. 
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Figure 12: Magnetic deflection coefficient at B = 1.5T as a function of the electric field for 
the CO2/isobutane(90:10) mixture. 



C0 2 / isobutane (90: 10) B = T 




0.6 0.8 1.0 1.2 1.4 1.6 1.8 2.0 

E (kV/cm) 



Figure 13: Drift velocity at B 
CO2/isobutane(90:10) mixture. 



as a function of the electric field for the 



In general, however, the average stochastic force, namely the average momentum 
transfer per unit time from the gas molecules to an electron, is given by 



(F coll ) = m{A{t)) = - J v m (v) mvf(v) dv 



mv m (v ) / vf(v) dv -m 



dfr, 



dv 



v=v 



J(v-v )vf(v)dv, (5.1) 



where v m is momentum-transfer collision frequency^, f{v) represents the normalized ran- 
dom velocity distribution of electrons, and vn is an appropriate average value of \v\. Thus 

M , - _* — e, w ith U. drift ve loClty ( . B - UnleSS 

f(v) has axial symmetry with respect to the drift direction (as in the case of no magnetic 

* The momentum transfer collision frequency is given by 

v m (\v\) = N\v\ J {I - cos6»)dcr 
= ATH<t(1-cos0), 



where N is the density of gas molecules, da is the differential cross section, and 8 is the scattering angle 
measured from v. 
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Table 2: Drift velocity data for C0 2 /isobutane (90:10) at B = T. 
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Figure 14: Isobutane concentration dependence of tana at E = 1.0 kV/cm. The solid lines 
are GARFIELD /MAGBOLTZ predictions. 



field) or v m is independent of \v\ f\. Furthermore r ( ~ l/v m (vo)) does depend on B since 
the magnetic field modifies the energy distribution of electrons. Therefore tp is not in 
general expected to be unity. 

It may be possible to make the simplified model a little bit more realistic by adding 
the component of (-F co ii) perpendicular to v D ((-F C oii)j_) to the fundamental equation 
( p.3| ) and by assuming r to be a function of E/N and B/N, where N is the density of gas 
molecules. (-F C oii)j_ may be expressed as — eKvp x B with K, again a function of both 
E/N and B/N. The relation (|2.14j) is then corrected to be 

eB 

tana = (1 + K) — r 
m 

where r = r (E/N, B/N) and To = t (E/N,0). Therefore the magnetic deflection coeffi- 
cient is defined by 

i>=(l + K)-. (5.3) 

TO 

The sign of K is positive in most cases. Therefore (-F C oii)j_ shows up as an increase of the 
apparent strength of B in Eq. (|2.3| ) and consequently contributes to make 1/) greater than 

tin fact the axial symmetry of f{v) is retained even under a magnetic field when v m is constant|0|. 
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unity. It is worth mentioning that even in the case where B is small enough to assure 
that t/t = 1, ip can be greater than unity because of the existence of positive K Q. 

In the gas mixtures tested and under the applied electric field (< 2 kV/ cm), electrons 
are nearly thermal, i.e., the velocity distribution is close to Maxwellian, and v m is fairly 



constant over the main portion of the electron velocity (energy) distribution! 19]. Under 
these conditions, the use of the second line of Eq. fl5.lp leads to an approximate expression 
for the function K: 

K ~ cos 2 a f^4V ((Av) 2 ) (5.4) 



with ((Av) 2 ) = f(v - v ) 2 f (v) dv, where u' m (v ) = ^ and /„(t;) = / v 2 f(v) dfi. 

J u " v=vo J 

K is certainly positive and estimated to be much smaller than one because of small v' m (vo), 
large v m (vo) and the narrow energy distribution. Besides, the variation of r and ((Av) 2 ) 
caused by the magnetic field is insignificant since the energy distribution of electrons is 
modified little. These facts explain why ip is always close to unity in our measurements. 

It should be noted that the above argument is justified for relatively low E/N and 
i/j may deviate from unity under higher electric fields as in the case of argon-based gas 



mixtures [O ITS 



5.b Extrapolation to 2 T 

The current design of the JLC-CDC assumes operation under a magnetic field of 2.0 T. 
Figure [15| plots the Lorentz angle as a function of the magnetic field. As is expected from 
Eq. Q2.15D , the Lorentz angle is proportional to the magnetic field as long as ip = 1. We 
thus fit a straight line passing through the origin to the data points below 1.5 T and 
extrapolate the line to 2.0 T, in order to estimate the Lorentz angle for the JLC-CDC. At 
E = 1 kV/cm and B = 2 T the extrapolated Lorentz angle is tana = 0.159±0.002 for the 
CO2/isobutane(90:10) mixture. The shaded band above 1.5 T indicates 1-er extrapolation 
error interval. The dotted line in the figure is the prediction of GARFIELD/MAGBOLTZ 
which is consistent with the extrapolation. The JLC cell design shown in Fig. [I] is thus 
justified. 



5.c Possibility of Higher Magnetic Field 

Motivated mainly by recent studies of beam-induced background [ 20| , possibility of higher 



magnetic field is now under serious considerations. Our current cell design allows a mag- 
netic field up to about 3 T. Since GARFIELD/MAGBOLTZ reproduces our Lorentz 
angle data very well, it is plausible that it continues to work well at around 3 T, too. It 
is, however, desirable to confirm this experimentally. We are thus planning to measure 
Lorentz angles at higher magnetic fields. 

* The B /TV-dependence of the function K and r, and therefore ip is expected to be virtually diminished 
if the effective reduction of E/N is taken into account Jl7| . 
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Figure 15: tana at E = 1.0 kV/cm plotted against the magnetic field for the 
CO2/isobutane(90:10) mixture. The shaded band above B = 1.5 T is the 1-a bound for the 
straight-line extrapolation, while the solid line is the GARFIELD/MAGBOLTZ simulation. 

6 Conclusions 

We have developed a new Lorentz angle measurement system for cool gas mixtures. The 
measurement system features a laser beam system providing two simultaneous beams to 
produce primary electrons and a drift chamber with flash ADCs to read their signals. 
The use of the two simultaneous laser beams and the flash ADCs significantly reduced 
systematic errors and allowed measurements of small Lorentz angles expected for cool gas 
mixtures such as CCvbased mixtures. 

Using this new system, we have measured Lorentz angles for CC^/isobutane gas 
mixtures with different proportions: (95:5, 90:10, and 85:15), varying drift field from 0.6 
to 2.0 kV/cm and magnetic field up to 1.5 T. The results of the measurement are in good 
agreement with GARFIELD/MAGBOLTZ simulations. Our data confirmed the validity 
of the assumption of the magnetic deflection coefficient being unity in our measurement 
range. The mixing ratio dependence of the Lorentz angle can thus be understood simply 
by that of the drift velocity. 

We used our data to estimate the Lorentz angle for the current JLC-CDC cell design. 
At E = 1 kV/cm and B = 2 T the extrapolated Lorentz angle is tana = 0.159 ± 0.002 
for the CO2/isobutane(90:10) mixture, confirming the validity of the current design. 
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